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Smith, Hinchraan & Grylls Associates, Inc, 

455 West Fort Street 
Detroit, Michigan 48226 

Attention: Mr. Wm. Everett Medling 

Gentlemen: 

The Agency’s O&M Engineering Group has reviewed your 
preliminary proposal for reconfiguration of the Power House, and 
their comments are attached herewith. It is requested that you 
respond In writing to these comments at your earliest 
convenience. 


Enclosure 



Sincerely, 


i L 

Building Planning Staff 
Office of Logistics 
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(10 Mar 83) 
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